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BILL NO. S-78-03- 




SPECIAL ORDINANCE NO. S- 


s?-rs. 


AN ORDINANCE approving City Utilities 
Purchase Order No. 9833 with Kitchen 
Machinery, Inc. for materials for the 
Water Pollution Control Plant. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 

INDIANA: 

SECTION 1, That City Utilities Purchase Order No, 9833, dated 
March 9, 1978, between the City of Fort Wayne, by and through the City 
Utilities Purchasing Agent and the Board of Public Works and Kitchen 
Machinery, Inc., for the labor and material to completely overhaul the 
engine of Allis-Chalmers Front End Loader, Unit No, 139 belonging to the 
Water Pollution Control Plant, at a cost of $2,217,05, all as more par¬ 
ticularly set forth in said Purchase Order, which is on file in the 
Office of the Department of Purchasing and is by reference incorporated 
herein and made a part hereof, be and the same is in all things ratified, 
confirmed and approved, 

SECTION 2, That this Ordinance shall be in full force and 
effect from and after its passage and approval by the^Mayor. 



APPROVED AS TO FORM 
AND LEGALITY,. ^ - 











Read the first time in full and on motion by seconded by 

_ and duly adopted, read the second time by title and referred to the 

Committee on_ ^T gndrt^ for 

recommj&RdatlSri) and Public Hearing to DeNreM- aftcr duo logaL -natie e^ at th eJ^rainett^Qhambers, 
City-CountvJ 
of 



Read the third time in full and on motion by 
seconded by __, and duly adopted, placed on its passage. 


PASSED (LG^gl^P-by the following vote: 

AYES NAYS 


ABSENT TO-WIT: 


TOTAL VOTES 
BURNS 

HINGA 

HUNTER 

MOSES 
NUCKQLS 
SCHMIDT, D. 

SCHMIDT. V. 

STIER 

TALARICO 

DATE: 


f 


t/ 


U 

1/ 

1/ 


1/ 




CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
(Z-9- Nf - NQ MAP ^-- .(GEN ERATE-(ANNEXATION) (SPECIAL) (A PPROPRLA TIQN) ORDINANCE 


(RE&QLUTfON) N 


T7-77 


on the 





ATTEST: (SEAL) 


_day of 




.9 2 / 


PRESIDING 0&TICER 


day of 


CITY CLERK 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the /^ 

19 f/at the hour of // o'clock -M. ,E.S.T. 





Approved and signed by me this 
at the hour of_ a o'clock 


CITY CLERK 
/ d ay of 



MAYOR 










































































































S-78-03-33 


We, your Committee on 


REPORT OF THE COMMITTEE ON CITY' UHL HIES 

City Utilities_ to whom was referred an Ordinance 


approving City Utilities Purchase Order No. 9833 with Kitchen Machinery,, 

Inc. for materials for the Water Pollution Control Plant 


have had said Ordinance under consideration and beg leave to report back to/the Common 

- eas y yy>. - 2 


Council that said Ordinance _ 


JAMES S. 

STIER - VICE CHAIRMAN 

VIVIAN G. 

, SCHMIDT 

WINFIELD 

C. MOSES, JR. 





FREDRICK R. HUNTER 


/-//' 7 $ GONOJ;.R*) IN 
DATL_~— CHARLES W: WESTERMAN, CITY CLERK 
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Memorandum 

Dst* March 9, 1978. 


Ruth Winaet. Purchasing Department 


Subject 

Enqine Overhau1 



E. A. Stanczak Jr. 
Paul Brunner 


Herewith is Purchase Order No. 9833 which is prepared favoring Kitchen- 
Machinery, inc. for Labor and Material for Complete Engine Overhaul 
of Unit #139 for Water Pollution Control Plant. 

The attached March 7, 1978 memorandum endorsed by the Superintendent ■ 
of Water Pollution Control Plant explains the reasons for favoring 
Kitchen Machinery, Inc. . ■ 

Attached are the following documents in support of the recommendation 
for acceptance of Kitchen Machinery, Inc. quote: ■ - 

1. Kitchen Machinery's quote. 

- 2. Memorandum from Water Pol Iution Control Plant. 

3. Purchase Order No. 9833. ; 

It is urged that in referring this quote t° the City Council for enactment 
of an ordinance, that a I I of the attached items, together with this 
memorandum (or copies), be included with the proposed ordinance. 

Please make sure that no confirming Purchase Order Number., is given to 
Kitchen Machinery, Inc. until evidence of Council approval is furnished 
to the Purchasing Department. 


I Approved 


: (R 


ftul/h Winget 




















kitchen machinery, inc. 

72 55 west WASHINGTON STREET • INDIANAPOLIS. INDIANA 46231 • PHONE 


City Utilities,Ft. Wayne. 
Attn, Neal Wisler. 

Price Quote. 

TH6D S$NI950. 


I- 4359742—Gsk Kit. 

I- 4349937—Gsk Kit. 

4- 4061525--Sleeve Kit. 
4-4061542—Piston Kit 
I- 4061474—Brg.Kit 
I--4028922—Oil Seal 
I--406I460—Brg. Kit 
I--406I82X— Flange Kit 
I--4029500— Oil Seal 
I--4029556--Sleeve 

1- -4349986—Oil Filter 

2— 4348142--Gsk Set 

I--4056633--Element Kit 
I--4055563—Element Kit 
?!—40255149—Pin —4 
$—4359592—Nozzle Assy, -"4 


34.17 

27.08 

152.20 

356.96 

30.25 

16.31 

51.46 

19.91 

1949 

8.67 

3.86 

X 8 - 88 

2.03 

2.26 

1.44 

129.60 

Total Parts. 862.84 
4% Tax. 34.51 

Total. 897.35 


Mag&Polish Crankshaft 
Inj Pump Callibrated 
Est. Labor Hrs. 60Hrs. 


Total Parts& Labor. 
3% Shop Supplies 


100.00 

200.00 

990.00 


2187.35 

29.70 

Total. 2217.05 


Estimatted Total Price 


2217.05 




To Henry WehrenWg- _ 

P rom Edmund A. Stanczak, Jr. 


Subiecfc 


PRIOR APPROVAL - WPC PLANT UNIT NO. 139 - ENGINE OVERHAUL 


Memorandum 


D at » 3/13/78 


COPIES TO: 


Please note attached memo from Paul Brunner regarding engine overhaul 
for Unit No. 139. I have had conversations with Dick Bugher from 
Purchasing and he informs me that it would probably be mid-April 
if we go through normal procedures. We need this unit as soon as 
^ in the sludge lagoons therefore we are requsting 
■ior approval for this engine overhaul. 











Memorandum 

To Mr. Ed. Stanczak _ 3/7/78 

p rom Paul L. Brunner _ 

Subject WPC-Plant Unit No. 139 - Engine Overhaul 


COPIES TO: 

Msti/C. 


Unit No. 139, our Allis-Chalmers, TL160, is our rubber tired 1 
yard front end bucket loader purchased in 1963. With approximately 
8,000 operating hours. 

About two (2) months ago the engine gradually started using over 
a gallon of oil a day and had developed a leak. Our City Garage 
checked it out and recommended taking the unit to Kitchen Machinery, 
the local Allis-Chalmers dealer. 

They installed a new engine air blower which did not solve the 
problem. 

Neil Wisler and Paul Rhodes then went out to Kitchen Machinery 
and talked to the service manager and mechanic. Their opinion was 
that the engine required a complete overhaul. 

A quote in the amount of $2,217.05 by Kitchen is attached. 

Neil and Paul also contacted two (2) other equipment companies. 
Both would have to charge 10% over Kitchen's quote for Allis-Chalmers 
parts. 

They were: 

Reid-Holcomb Co. 

10% additional on parts 
100 hours labor 

Stockberger Machinery 
10% additional on parts 
60 hours labor (same as Kitchen) 
(However they had a backload of work § 
did not appear too interested) 

Since Kitchen has the apparent low bid and are the Allis-Chalmer 
representative, we would recommend a purchase order to them and if 
necessary prior approval from Council. 

Attached: 

Kitchen Quote 

Requisition No. 19 


4 


Paul L. Brunner, Superintendent 
Water Pollution Control Plant 



PLB/gb 










®[F F®GST \ssmm 

£i?Y UTILITIES t ' 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


?-? 


'// 3/7 ^ORIGINAL Q833 

PURCHASE ORDER NOj „ “ - - 


March 9. 1978 


r 


L 


Kitchen Machinery, Inc. 

7011 Ardmore Avenue 
Fort Wayne, Indiana 46809 


~1 




SHIP TO- 


Water Pollution Control Plant 

2601 Dwenger Avenue 

Fort Wayne, Indiana 46803 


MAIL AIL -I 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 



NOTE: TERMS OF PAYMENT MUST BE SHOWN QN FACE OF INVOICE. OTHERWISE A 2% CASH DISCOUNT WILL BE TAKEN 


CONDITIONS 

































City Utilities 

PURCHASE REQUISITION 


Da te March 7. 1978 


Please order the following Material for Delivery as Specified: 

To be delivered to_ WATER POLLUTION CONTROL PLANT _ Req. w n 19 

On or before__:_ __P. O. No^. 




33 


QUANTITY 

DESCRIPTION 

DIST. 

NO. 

DEPARTMENT 
ESTIMATED COST 







of our Allis-Chalmers front end loader unit No. 139 all 


$2,217 . 

05 


as per estimated price quote No. TL160-S/N 1950. 










KITCHEN MACHINERY, TNC. 





7011 Ardmore Ave. ^ 





i\ 









l 

'--7, 




i H,: 


32A^n~(j 

we. 


i CiT 
[ aa; 

■ | /I 




REMARKS: 

This unit was purchased in 1963. This will be the second 





overhaul for the engine. 





WATER POLLUTION CONTROL PLANT 




Di P ». H»>d 


Chsrgi light_ 
































TITLE CF ORDINANCE SPECIAL ORDINANCE - CITY UTILITIES PURCHASE ORDER NO. 9833 - KITCHEN MACHINER Y. 
DEPARTMENT REQUESTING ORDINANCE BOARD OF PUBLIC WORKS 

SYNOPSIS OF ORDINANCE : _ - CITY UTILITIES PURCHASE ORDER 

NO. 9833 - KITCHEN MACHINERY, INC., IN THE AMOUNT OF $2217.05 FOR THE LABOR AND MATERIAL 

TO COMPLETELY OVERHAUL ENGINE OF ALLIS-CHALMERS FRONT END LOADER. UNIT NO. 139 BELONGING 

TO THE WATER POLLUTION CONTROL PLANT. _ - ~ _-_. 


(MEMORANDUM AND PURCHASE ORDER ATTACHED) 


J-?r-o3-33 


PRIOR APPROVAL REQUESTED MARCH 14, 1978 


EFFECT OF PASSAGE ABLE TO CONTINUE WORK IN THE SLUDGE LAGOONS, WHICH UNIT 139 IS PRIMARILY USED 


EFFECT OF NON-PASSAGE INTERRUPTION OF OPERATIONS IN THE SLUDGE LAGOONS 






MONEY INVOLVED (DIRECT COSTS. EXPENDITURES, SAVINGS) $2217.05 FROM CITY UTILITIES 





ASSIGNED TO COMMITTEE 
































